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HARYANA GOVERNMENT 
PERSONNEL DEPARTMENT 

Notification 
The 10th February , 2015 


No. 41 /4 / 2010 -5SII. — The Governor of Haryana hereby withdraws Haryana Government, Personnel 


Department Notification No. 41/4 /2010 -5SII, dated 16th September, 2013 . 


D . S . DHESI, 
Chief Secretary to Government Haryana. 
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HARYANA GOVERNMENT 
POWER DEPARTMENT 

Notification 

The 10th February , 2015 
No.3 /11/ 2009 - 1Power. — The Governor of Haryana is pleased to withdraw the Notification 
No . 3/ 11/2009 -1Power dated 10.07.2014 and Notification No. 3 /11/ 2009- 1P dated 12.09. 2014 regarding appointment 
of Technical Directors as Whole Time Directors on the Boards of Directors of Haryana Power Utilities namely 
Haryana Vidyut Prasaran Nigam Limited (HVPNL ); Uttar Haryan Bijli Vitran Nigam Limited (UHBVNL ); Dakshin 
Haryana Bijli Vitran Nigam Limited (DHBVNL ); and Haryana Power Generation Corporation Limited (HPGCL ); 

The Governor of Haryana is further pleased to order that the Technical Directors as Whole Time Directors in 
the aforesaid four Haryana Power Utilities would be appointed as per the following procedure : 


(i) 


( ii ) 


( iii ) 
(iv) 


The two posts of Technical Directors each in the three Haryana Power Utilities HVPNL, UHBVNL & 
DHBVNL will be filled up from amongst the eligible candidates on the basis of the common seniority 
of the Chief Engineers in these three Utilities. 
The two posts of Technical Directors as Whole Time Directors in Haryana Power Generation 
Corporation Limited will be filled up on the basis of the seniority list of eligible Chief Engineers 
maintained in the HPGCL . 
These appointments would be made on the basis of seniority - cum -merit principle. 
The tenure of Technical Directors as Whole Time Directors would be one year or the date of 
superannuation of the person concerned , whichever is later. 
If any of the Power Utility feels the need to attract talent from the open market in any specified field 
like Commercial Operations, Information Technology or any other field , one additional post of a 
Director, with a tenure of two years may be created by the State Government from time to time. 
Detailed selection criteria will also be approved by the State Government separately as and when such 
a post is decided to be created for the Power Utility concerned . 


(v ) 


Chandigarh : 
The 4th February , 2015 


RAJAN GUPTA , 
Additional Chief Secretary to Government Haryana , 

Power Department. 
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